KY Derby Future Wager 2019-20 
Pool 1 / Race 1 


Program 


24 


Horse Name 
American Theorem 
Anneau d’Or 
Answer In 
Authentic 

Basin 

Dennis’ Moment 
Eight Rings 
Gouverneur Morris 
Great Power 
Green Light Go 
High Velocity 
Honor A. P. 
Independence Hall 
Maxfield 

Scabbard 

South Bend 

Storm the Court 
Structor 

Thousand Words 
Three Technique 
Tiz the Law 
Wrecking Crew 

All 3-Year-Old Fillies 


All Other 3-Year-Old Males 
Final $ odds based on $1 payoffs 


Z11 Churchill Handle 


2019-20 DFW Odds Pool 1.xlsx Race 1 DFW 12-01-19 


Final Day 
12/1/2019 


Final $ Odds 
54.40 
31.50 
64.30 
50.80 
38.40 
12.00 
24.20 
29.70 
60.50 
46.10 
40.30 
25.20 
13.80 
13.10 
85.70 
72.80 
41.30 
24.90 
34.10 
39.80 
11.90 
86.50 
57.60 

1.10 


Merged Exacta Pool Total 


Final ODDS 
ODDS Gross Win Pool 
54 4,230.00 
31 7,208.00 
64 3,588.00 
50 4,528.00 
38 5,941.00 
12 17,985.00 
24 9,290.00 
29 7,629.00 
60 3,808.00 
46 4,971.00 
40 5,672.00 
25 8,952.00 
13 15,796.00 
13 16,560.00 
85 2,705.00 
72 3,178.00 
41 5,544.00 
24 9,032.00 
34 6,672.00 
39 5,743.00 
11 18,126.00 
86 2,680.00 
57 4,000.00 
1 110,479.00 
Pool Total: $ 284,317.00 
WIN 6,953.00 
EX 620.00 


$2 Payoff 

110.80 
65.00 
130.60 
103.60 
78.80 
26.00 
50.40 
61.40 
123.00 
94.20 
82.60 
52.40 
29.60 
28.20 
173.40 
147.60 
84.60 
51.80 
70.20 
81.60 
25.80 
175.00 
117.20 
4.20 


65,995.00 
$ 350,312.00 


